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DPD-4550-59 
2 July 1959 


MEMORANDUM FOR* Comptroller, DPD 

SUBJECT I Patent Rights and Royalties St/A tenants 


1 . Attached are reports pertaining to Reporting of Royalties 
and Patent Rights sutedtted by Eastman Kodak Company and pertaining 
to Contract Ho, INC-143* 


2* These reports are concurred in. With respect to the 
invention disclosure set forth in the Patent Rights report, the 
invention is being reviewed by technical personnel to determine 
whether or not the Government should file a patent application 
thereon. 


Con 


tracting Officer, 


DPD 
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